The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BtGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



December 14, 2010 


Ryan Mingo 

Assistant District Attorney, Suffolk County 


Dear ADA Mingo: 


Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 



1. Drug Analysis Laboratory Receipt. 


2. Control Cards with analytical results for samplesl 


3. Analysis sheets with chemist’s hand notations and test results. 


4. 


GC/Mass Spectral analytical data for samples 



GC/MS testing was performed by Kate Corbett. All other analyses were performed by 
Stacey Desjardins. If you have any questions about these materials, please call me at the 
number below. 


Sincerely, 



Stacey Desjr 
Chemist I 
Drug Analysis Lab 
Jamaica Plain, MA 02130 
(617) 983-6632 


Cc: CBS. KAC 
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No. 


Date Analyzed; 


City: Boston D.C.U, Police Dept, 


Officer: 
Def: 
Amount: 
No. Cont: 
Date Rec'd 
Gross Wt 


P.O. Diana Lopez 


2 Cont: pb 
07/21/2010 
5.97 (/ 
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D 


SubsLSUB 
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Net Weight 
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City: Boston D.C.U. Police Dept 
Officer: P.O. Diana Lopez 
Def| 

Amount: 

No. Cont: 10 Cont: pb 

Date Rec'd: 07/21/2010 No. Analyzed: I 

Net Weight: 03 

# Tests; LOLQ 


(I) 


Gross Wl.: 9.70’ 
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Prelim; COCCWUC 
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DRUG POWDER ANALYSIS FORM 



PHYSICAL. DESCRIPTIOH:" 5iCQ\CC1 

cViuvlL\| SLibslonciL 

\n 2. pba 


Gross Wt (^) 
Gross Wt { I ) 
Pkg. Wt: 
Net Wt; 



PRELfMrNARY TESTS 
Spot Tests 





Revised 7/2005 
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oW u:)drtc cUunlxi ei.\bslQrice, G™«wf (| ):ji 
\n \OpDs 

Net Wt: 0 . 


PRELtMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 


Marquis 

Froehde's 




MIcrocrvstalllne Tests 


Gold 

Chloride 




TLTAi_jJ1j_® 


OTHER TESTS 






















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\SYSTEM7\10 08 10\747934.D 

Operator 

KAC 

Date Acquired 

8 Oct 2010 18:47 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 



Abundance TIC; 747934,DWata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


747934.D Tue Dec 14 08:32:22 2010 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F : \SYSTEM7\10_08__10\747935 . D 
KAC 

8 Oct 2010 19:00 

COCAINE STD 

35 

DRUGS . M 
RTE 


Abundance 

1000000 


TIC: 747935.D\daia.'ms 

4,723 


500000 


Time--> 


0 


K ^ n , ■ I p j-T -p- r j - r -T-T~ v --|-- r -T-T-T--j "r - r -T- Y" f t i S i | i i i i f i i » i f < « i « f i f < ■vyT"r-r-vyT"f 

2.00 2.50 3,00 3.50 4,00 4.50 5.00 5.60 6.00 6.60 7.00 7.50 


T I [ I n 1 j I I T 7 ] I T t I 

8.00 8.50 9.00 9.60 


Ret, Time 


Area Area % Ratio % 


4.723 


1266746 100.00 100.00 


747935.D 


Tue Dec 14 08:32:27 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\SYSTEM7\10_08_10\747935.D 

Operator ; KAC 

Date Acquired ; 8 Oct 2010 19:00 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 35 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\PMW_TOX2.L Minimum Quality; 85 

C:\Database\NIST05a.L 

PK# RT Library/ID CAS# Qual 


1 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.691 to 4.887 min.: 747935.0\data.ms (-) 



747935.D Tue Dec 14 08:32:27 2010 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\SYSTEM7\10 08 10\747948,D 

Operator 

KAC 

Date Acquired 

8 Oct 2010 21:44 

Sample Name 

BLANK 

Submitted by 

SLD 

Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 747948.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


747948.D Tue Dec 14 08:32:43 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM7\10__08_10\747949 .D 
KAC 

8 Oct 2010 21:57 


SLD 

49 

DRUGS,M 
RTE 



Ret. Time 


Area Area % Ratio % 


3.902 763921 18.59 22.83 

4.733 3345862 81.41 100.00 


747949.D Tue Dec 14 08:32:48 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F: \SYSTEM7\10__08_10\747949.D 
KAG 

8 Oct 2010 21:57 


SLD 

49 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\PMW TOX2.L 

C:\Database\NIST05a.L 

Minimum Quality 
Minimum Quality 

: 85 
; 85 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3.90 C;\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 



Abundance #59447: !mldazo[2,1-b]thiazole, 2,3,5.6-telrahydro-8-phenyl-. (S)- 



747949.D Tue Dec 14 08:32:49 2010 


Page 2 
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Area Percent / Library Search Report 


Information from 

Data File: 


File Name ; 

F:\SySTEM7\10 08 10\747949.D 


Operator : 

KAC 


Date Acquired ; 

8 Oct 2010 21:57 


Sample Name : 



Submitted by : 

SLD 


Vial Number : 

49 


AcquisitionMeth: 

DRUGS.M 


Integrator : 

RTE 


Search Libraries 

; C:\Database\SLI.L 

C:\Database\PMW_TOX2.L 

C:\Database\NIST05a.L 

Minimum Quality; 85 
Minimum Quality; 85 

PK# RT 

Library/ID 

CAS# Qual 

2 4.73 C 

; \Database\SLI. L 


COCAINE 

000050-36-2 99 



Abundance #29: COCAINE 



747949.D Tue Dec 14 08:32:49 2010 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

P;\SYSTEM7\10 08 10\747950.D 

Operator 

KAC 

Date Acquired 

8 Oct 2010 22:09 

Sample Name 

BLANK 

Submitted by 

SLD 

Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 747950.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


747950.D 


Tue Dec 14 08:33:01 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM?\10_08_10\747951.D 
KAC 

8 Oct 2010 22:22 


SLD 
51 

DRUGS.M 
RTE 


Abundance 


TIC: 747951 .DWafa.ms 


a : 

'28 

2000000 



1500000 



1000000 



600000 

3.902 

I 


0 


•^■TT"T“T"rr'r’T 'I"T T-J'1 "! 't 'T I 'TT'T VT T ITT'M f 1 1 T 1 f T 1 T 1 1 I 1 1 1 1 T 1 1 1 1 1 1 J 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 6.00 5.50 6.00 6.60 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


3,902 667720 17.72 21.54 

4.728 3099953 82.28 100.00 


747951.D 


Tue Dec 14 08:33:05 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F ; \SYSTEM7\10__08_10\747951 .D 

Operator : KAC 

Date Acquired : 22:22 

Sample Name : 

Submitted by : SLD 

Vial Number : 51 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\PMW__T0X2.L Minimum Quality: 85 

C:\Database\NIST05a.L 

PK# RT Library/ID CAS# Qual 


1 3.90 C:\Database\NIST05a.L 

lmida 2 o[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


Abundance Average of 3.870 to 4.103 min.: 747961-DWata.ms (-) 



_ _.2_0 40 60 _ 80 _ j OQ .. 120_ ,_ 140 160 180 200 220 240 260 280 

Abundance #59447: imidazot2,1-b)thiazole, 2,3,6.6-tetfahydro-6-phenyl-, (S)- 



747951.D Tue Dec 14 08:33:06 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\SYSTEM7\10_08_10\747951.D 

Operator : KAC 

Date Acquired ; 2 2 :2 2 

Sample Name : 

Submitted by ; SLD 

Vial Number : 51 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 85 

C:\Database\PMW_TOX2.L Minimum Quality; 85 

C:\Database\NIST05a.L 

PK# RT Library/ID CAS# Qual 


2 4.73 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance 


#29; COCAINE 



747951.D Tue Dec 14 08:33:06 2010 Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM7\10_08_10\747959.D 

KAC 

9 Oct 2010 00:03 

BLANK 

2 

DRUGS.M 
RTE 


Abundance TIC: 747959.D\data,ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


747959.D Tue Dec 14 08:33:30 2010 


Page 1 
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Area Percent / Library Search Report 


Information frot 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data Pile: 

F:\SYSTEM7\10 08 10\747960.D 

KAC 

9 Oct 2010 00:16 

COCAINE STD 

60 

DRUGS.M 

RTE 

Abundance 

1000000 


4. 

TIC: 747960.0\dala.fns 
'23 

500000 




0 




Time-> 2.00 2.50 3.00 3.50 4.00 4.50 

1 ‘ ' 1 • ' ' ' ‘ ' 1 ^ ' ' ' 'T-l-i- t -t -r-vi 1 1 

5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9 00 9 50 

Ret, Time 

Area 

Area % Ratio % 

4.723 


1180861 

100.00 100.00 


747960.D 


Tue Dec 14 08:33:35 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; P:\SYSTEM7\10_08_10\747960.D 

Operator : KAC 

Date Acquired ; 9 Oct 2010 00;16 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number ; 60 

AcquisitionMeth: DRUGS.M 
Integrator : rte 


Minimum Quality; 85 
Minimum Quality; 85 


CAS# Qual 


000050-36-2 99 


Search Libraries: C:\Database\SLI.L 

C;\Database\PMWTOX2.L 
C;\Database\NIST05a.L 

PK# RT Library/ID 


1 4.72 C;\Database\SLI.L 

COCAINE 




747960.D Tue Dec 14 08:33;35 2010 Page 2 
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